


















GUESTHOUSE 


@ Police 


Market 
ight Market & 
Night Bazaar 


79 Rachavitee Rd. Tumbon Naimuang 
Aumpur Muang Kamphaeng Phet 62000 
Tel. 055-713129, 055-720384, 081-8874189 Fax.055-720383 
E-mail : Threejguest@hotmail.com 
Http://www. flickr.com/photos/threejguesthouse 
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Centrally located, clean rooms with security. 


e EO EN A Fan & Air-conditioned twin bedrooms 
A A UOI TST WENTE AA | Hot & cold shower with private bathrooms Relaxing Teak terrace 
A E A AEO O TOEA A TST Information Service. Bus & Air ticket Reservations, 
a A E EO AGA Other services: Internet & E-mail Service, 
Tie yaaa cal Ue Ute cma mean Moterbike & car for rent, Traditional Thai Massage, 


Restaurant, Laundry Service, Overseas Call 
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Klong Moddaen« 
Homestay 
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Fee EAEN AO SM MaUSHt mom ecm GUE TRU amlaUame mob (1d 
KLONG MODDEAENG HOMESTAY SUSTAINABLE ECO AGRO-TOURISM 
CAMPING-FISHING TREKKING WATERFALL OLURSAN 
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Kamphaeng Phet Historical Park 


Kamphaeng Phet Historical park is Located 5 kms. from town along 





Kamphaeng Phet - Phran Kratai Road. The archaeological sites in the 
= ancient of Kamphaeng phet is now under the renovation by the Fine Arts 


Departments and open to public everyday from 8.30 - 16.30 hrs. 





